STOCK  SOLUTION TANKS.                       ig
instead of having to push them down 13 or 14 ft. by means of long poles.
The cocks and valves should be of iron.
FIGS, n, 12.—Hirn'1'.its* DISCITA«<;K Lu> (srAi.K i IN. =" i FT.).
Pumps.- -Several varieties of pumps are used to raise the solution from the sumps to the lixiviation tanks, and to provide circulation if needed. Centrifugal pumps are mostly used on these fields.
Stock Solution Tanks.—There are generally three solu- on these fields is not available.
